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Available at the CIA Library are photographic copies of the following docu- 
ments from the VEB Funkwerk Koepenicks 


A set of documents concerning the July 1954 production of the various types of 
transmitters, marine radio equipment, and other items manufactured by the 
Funkwerk (48 pages). 


A report for the second quarter of 1954 on the development of the automatic 
alarm receiver (Alarmempfaenger), dated 1 July 1954 (2 pages ). 


A set-of decuments concerning the August 1954 production, similar to (1) 


above (35 pages). . es 

A set of documents concerning October-November 1954 production (19 pages). 

a, Correspondence on the production of an emergency transmitter, November 
_ and December 1954 (6 pages). . 

b. Minutes of a conference held on 21 December 1954 (1 page). 


Correspondence concerning the 1955 Plan for Contact Component Parts 
(Kontaktbauelemente ), dated 14 and 21 December 1954 (8 pages). 


The above documents are available at the CIA Library. 
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